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ACTION H-03 

INFO OCT-01 EA-06 ISO-OO SS-07 NSC-06 SSO-OO NSCE-00 
/023 W 

111538Z 024716/53 

O 111438Z APR 77 
FM AMEMBASSY SEOUL 
TO AMEMBASSY MANILA IMMEDIATE 
AMEMBASSY BANGKOK IMMEDIATE 
AMEMBASSY TAIPEI IMMEDIATE 
AMSXBASSY JAKARTA IMMEDIATE 1070 
SECSTATE WASHDC IMMEDIATE 3181 


LIMITED OFFICIAL USE SEOUL 2913 

EO 11652: N/A 

TAGS: OREP (WOLFF, LESTER) 

SUB J : CODEL WOLFF 

PI. FOR MANILA, BANGKOK, J AKA VBA: FRTMM CHANGE. PLEASE 
RESERVE TWO SINGLE ROOMS FOR DUSKIE AND HYNDMAN IN PLACE OF 
ONE DOUBLE. 

2. WOULD APPRECIATE UPDATED SCHEDULES FROM MANILA AND 
BANGKOK. 

3. FOR STATE H NANCY MCDONNELL- PLEASE REPEAT TO TAIPEI 

ALL PERTINENT CABLES INCLUDING STATE 57026 AND SEND PERTINENT 
INFORMATION RE FUNDING, CARS, ROOMS, ETC. TO EMBASSY TAIPEI. 
ALSO NOTIFY CODEL HYDE OF CHANGE IN 
CODEL WOLFF SCHEDULE. 

4. FOLLOWING IS PROBABLE CODEL LIST IN TAIPEI: 

PONGRESSMEN: 

CHAIAXAN AND MRS. LESTER WOLFF 
REP. HELEN MEYNER AND GOVERNOR MEYNER 
REP. MARIO BIAGGI 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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MRS. BILLY LEE EVANS 
STAFF: 

FRED FLOTT 
DON DUSKIE 
JON HOLSTINE 
VANCE HYNDMAN 
JOHN SALZBERG 
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JOE NELLIS 
BILL LAWRENCE 
TOM VOGEL 
DAVID PICKENS 
JOHN PEPLOE 
DAVID FEINGOLD 
MILITARY: 

PH. COL. KARL LAUENSTEIN (ADZISOR TO CODEL MILITARY ASSISTAKCE 
PROGRAL) 

MAJOR TED DOLLOFF (MILITARY ESCORT OFFICER) 

M 

LT. COL. KEITH HUNT (DOCTOR) 

ANDRYT BUEL 
ALBERT JOWDER 
DALE THORNTON 
DEA: 

ROBERT STUTMAN 
GUSTAVE FASSLER 
STATE: 

ASSISTANT SECRETARY RICHARD HOLBROOKE 
BLYTHE BABYAK HOLBFOOKE 
ANN SWIFT 

5. POST SHOULD NOTE ANDGZA BUEL IS IN CHARE OF Z VES' SCHEDULE. 

6. FOR BANGKIN, MANILA. TAIPEI: CONGRESSMAN EVANS WILL 
DEPART BANGKOK FOR U.S. APRIL 15. 

7. FOR JAKARTA: FOLLOWING CODBT OEMLERS WILL ARRIVE 
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JAKARTA ON CODEL PLANE: CHLIR WOLFF, REP. J 
D GOVERNOR 

MEYNER, REIFV BSRXI. REP AND MRS. EVANS, ASSIWHUNT 3:435-46 
AND NIS. HOLBROOKE; STAFF: FLOTT, DUSKIE, HOLSTINE, HYNDMAN, 
SALZBERG, PEPLOE; OTHER: LAUENSTEIN, SWIFT, DOLLOFF, HUNT, 

BUEL. JOWDER, THORNTON. 

IHH FOR MANILA, BANGKOK, TAIPEI, AND JAKARTA: PLEASE NOTE 
THAT HRS. ANDREA BUEL (COLDEL LADIES' ESCORT) AND LT. COL. 

HUNT (CODEL PHYSICIAN) SHOULD BE INCLUDED IN ALL SOCIAL 
FUNCTIONS. 

TA9. FOR TAIPEI AND MANILA: REQUEST DOUBLE ROOM ACCOMMODATION 
FOR STUTMAN AND FASSLER. 

SNEIDER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 11 -Apr-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SEOUL02913 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 25-0599 
Format: TEL 
From: SEOUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770469/aaaaciag.tel 

Line Count: 1 1 1 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: bcb42fa7-c288-dd11-92da-001cc4696bcc 
Office: ACTION H 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 21 -Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2841180 
Secure: OPEN 
Status: NATIVE 
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